St.  Paul's  Catholic  Church, 
Daytona  Beach,  Fla. 


This  magnificent  edifice  is  very  impressive 
with  its  stucco  exterior  with  art  stone  trim,  its 
beautiful  tiled  roof  and  dome  and  gilded 
cross.  The  pillared  entrance  with  massive 
doors,  replicas  of  the  basilica  in  Valencia, 
Spain,  fronts  on  Ridgewood  Avenue.  The  in- 
terior, although  smaller,  is  an  exact  replica 
of  the  St.  Patrick  Cathedral  in  New  York  City, 
with  a  seating  capacity  of  1000  persons. 
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